ETSITS183 065V3.1.1 



(2011-07) 



Technical Specification 



Telecommunications and Internet converged Services and 

Protocols for Advanced Networking (TISPAN); 

Customer Network Gateway Configuration Function; 

e3 Interface based upon CWMP 

[Endorsement of ETSI ES 203 069 (V1.2.1)] 




ETSI TS 183 065 V3.1.1 (2011-07) 



Reference 



RTS/TISPAN-03220-NGN-R3 
Keywords 



endorsement, gateway, management, network, 
remote 



£75/ 

650 Route des Lucioles 
F-06921 Sophia Antipolis Cedex - FRANCE 

Tel.: +33 4 92 94 42 00 Fax: +33 4 93 65 47 16 

Siret N°348 623 562 00017 - NAF 742 C 
Association a but non lucratif enregistree a la 
Sous-Prefecture de Grasse (06) N° 7803/88 



Important notice 



Individual copies of the present document can be downloaded from: 
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The present document may be made available in more than one electronic version or in print. In any case of existing or 

perceived difference in contents between such versions, the reference version is the Portable Document Format (PDF). 

In case of dispute, the reference shall be the printing on ETSI printers of the PDF version kept on a specific network drive 

within ETSI Secretariat. 

Users of the present document should be aware that the document may be subject to revision or change of status. 

Information on the current status of this and other ETSI documents is available at 

http://portal.etsi.orq/tb/status/status.asp 

If you find errors in the present document, please send your comment to one of the following services: 

http://portal.etsi.orq/chaircor/ETSI support.asp 
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Intellectual Property Rights 



IPRs essential or potentially essential to the present document may have been declared to ETSI. The information 
pertaining to these essential IPRs, if any, is publicly available for ETSI members and non-members, and can be found 
in ETSI SR 000 314: "Intellectual Property Rights (IPRs); Essential, or potentially Essential, IPRs notified to ETSI in 
respect of ETSI standards", which is available from the ETSI Secretariat. Latest updates are available on the ETSI Web 
server ( http://ipr.etsi.org) . 

Pursuant to the ETSI IPR Policy, no investigation, including IPR searches, has been carried out by ETSI. No guarantee 
can be given as to the existence of other IPRs not referenced in ETSI SR 000 314 (or the updates on the ETSI Web 
server) which are, or may be, or may become, essential to the present document. 



Foreword 

This Technical Specification (TS) has been produced by ETSI Technical Committee Telecommunications and Internet 
converged Services and Protocols for Advanced Networking (TISPAN). 



Introduction 

e3 interface based upon CWMP 

This clause provides an introduction to CWMP protocol, as specified by Broadband Forum, and a high-level description 
of how the protocol is applicable for the e3 interface specification. 

CWMP is an HTTP-based protocol, defined by Broadband Forum with TR-069 Technical Report [1], that provides the 
remote management functionalities for performing provisioning and 0AM tasks over managed devices of the Customer 
Premises Network (CPN). CWMP is specified in ES 203 069 [2], which references TR-069 and corresponding data 
models. In TR-069 [1], these devices are generically referenced as Customer Premises Equipment (CPE) devices: a 
CPE may correspond to the CNG (or Internet Gateway Device, as in TR-069 [1]) or a CND connected to the CNG, i.e. 
any kind of device behaving as Terminal Equipment. 

The CWMP protocol defines a set of base communication functionalities and procedures to perform the following 
remote management tasks on managed devices: configuration management (including software upgrade), fault 
management, performance management and security management. 

CPEs are managed via CWMP by a Remote Management System (RMS), or Auto Configuration Server (ACS) as 
referenced in TR-069 [1]. In the manager-agent paradigm, the RMS/ACS provides the CWMP manager function, while 
the CPE is required to provide the CWMP agent function. The functions provided by a CWMP-based RMS implement 
the remote management functional entity required for the CNGCF: therefore CWMP is a protocol for implementing the 
e3 interface. 

CWMP allows the RMS to manage also CND devices connected to the CNG, in two different ways: 

• a CND may be proxied by the CNG, i.e. the CND is indirectly managed by the RMS: in this case, the CNG 
exposes via CWMP the functionalities needed to remotely manage the CND, that is directly controlled by the 
CNG via other communication protocols on the e3' interface; 

• a CND may be directly managed via CWMP: in this case, the CND is required to provide the CWMP agent 
function for direct communication with the RMS; in case the CNG provides the NAPT function, CWMP 
defines a STUN-based mechanism for the RMS to contact the CND, while the CND is required to provide a 
STUN-cHent function. 

Taking into account the previous two possible applications of CWMP for the e3 interface, such a CWMP-manager 
entity provides a generic Customer Premises Network Configuration Function (CPNCF). 
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Scope 



The present document provides the ETSI TISPAN endorsement of ES 203 069 [2], which references Broadband Forum 
TR-069 [1] "CPE WAN Management Protocol" (CWMP). The endorsement is in line with the requirements of TISPAN 
NGN for the specification of the e3 interface. 



References 



References are either specific (identified by date of publication and/or edition number or version number) or 
non-specific. For specific references, only the cited version applies. For non-specific references, the latest version of the 
reference document (including any amendments) applies. 

Referenced documents which are not found to be publicly available in the expected location might be found at 
http ://docbox . etsi . or g/Ref erence . 

NOTE: While any hyperlinks included in this clause were valid at the time of publication, ETSI cannot guarantee 
their long term validity. 

2.1 Normative references 

The following referenced documents are necessary for the application of the present document. 

[1] Broadband Forum Technical Report TR-069: "CPE WAN management Protocol". 

[2] ETSI ES 203 069 (VI. 2.1): "Access, Terminals, Transmission and Multiplexing (ATTM); Remote 

management of CPE over broadband networks; CPE WAN Management Protocol (CWMP)". 

2.2 Informative references 

The following referenced documents are not necessary for the application of the present document but they assist the 
user with regard to a particular subject area. 

Not applicable. 



3 Definitions and Abbreviations 

3.1 Definitions 

For the purposes of the present document, the terms and definitions given in ES 203 069 [2] apply. 

3.2 Abbreviations 

For the purposes of the present document, the abbreviations given in ES 203 069 [2] and the following apply. 

ACS Auto Configuration Server 

CND Customer Network Device 

CNG Customer Network Gateway 

CNGCF Customer Network Gateway Configuration Function 

CPN Customer Premises Network 

CPNCF Customer Premises Network Configuration Function 

CWMP CPE WAN Management Protocol 

NAPT Network Address and Port Translation 

0AM Operation Administration Maintenance 

RMS Remote Management System 
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STUN Simple Traversal of UDP through NAT 

Endorsement notice 

All elements of ES 203 069 [2] apply. 
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